WINTHROP — QUINCY FERRY (F6) 


Winthrop — Quincy — Logan Airport — Seaport — Aquarium 


Weekday Schedule Effective April 29, 2024 


Weekday service operates April 29, 2024 to November 30, 2024. 


Replaces schedule dated: September 1, 2023 


To Boston From Boston 
Winthrop Quincy aa Seaport Aquarium Aquarium Seaport eae Quincy Winthrop 
6:30 AM 6:50 AM 7:10 AM 7:20 AM 7:25 AM 7:30 AM - - - 7:45 AM 
8:00 AM 8:20 AM - 8:40 AM 8:45 AM 8:50 AM - 9:00 AM - - 

7 - - - - 10:00 AM - - 10:15 AM 
10:30 AM | 10:50AM | 11:10 AM | 11:20 AM 11:25 AM 11:30 AM - - - 11:45 AM 
3:30 PM 3:50 PM 4:10 PM - 4:20 PM 4:30 PM 4:35 PM - 4:50 PM 5:15 PM 
5:20 PM - - - 5:40 PM 5:45 PM 5:50 PM 6:00 PM 6:15 PM 6:35 PM 
6:40 PM - - 7:00 PM 7:05 PM 7:10 PM 7:15 PM 7:25 PM 7:45 PM 8:05 PM 


Accepted Fare Products 


Fares (One-Way) 
$6.50 full fare 
$3.25 reduced fare 
Children 11 and under ride free. 


Paper Ferry tickets 
Commuter Boat passes 
Commuter Rail Zone 1 (or higher) passes 
M7 cards 


Operated by 


Boston Harbor isS 
citycru ISes i Visit mbta.com/ferry for more information 


